Brief comment text:

I strongly oppose proposal 24-240, which would reallocate portions of the 902-928 MHz band for NextNav’s terrestrial positioning network. I currently use the 900 MHz band for Meshtastic, a decentralized communication platform vital for public safety and community resilience. The proposed changes would likely cause significant interference, particularly in rural areas where reliable communication is critical. This move risks stifling innovation in open-source projects, limiting access to affordable and accessible communication networks that serve underserved communities.
